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City of Los Angeles Mail - Unusable and unsanitary port O potty reported today @ 209 5th St. Los Angeles Ca. 90013 



Rodell Zorilla <rodell.zorilIa@lacity.org> 


Unusable and unsanitary port O potty reported today @ 209 5th St. Los Angeles Ca. 
90013 

4 messages 


Rene Negrete <rene.negrete@lacity.org> Mon, May 4, 2020 at 10:19 AM 

To: Shelley Cheney <Michelle.Cheney@unitedsiteservices.com> 

Cc: Ruben Leon <ruben.leon@lacity.org>, Jonelle Gardea <jonelle.gardea@lacity.org>, Rodell Zorilla 
<rodell.zorilla@lacity.org> 

Hi Shelley, 

Our staff has reported a very unsanitary and unusable Port o potty at this location in skid row. Can you have service sent 
asap to this location? 

Thank you 


Shelley Cheney <Michelle.Cheney@unitedsiteservices.com> Mon, May 4, 2020 at 10:27 AM 

To: Rene Negrete <rene.negrete@lacity.org> 

Cc: Ruben Leon <ruben.leon@lacity.org>, Jonelle Gardea <jonelle.gardea@lacity.org>, Rodell Zorilla 
<rodell.zorilla@lacity.org> 


I don't show a unit at this address. Below are all the units we have on 5 th . 
What time of unit is it? 


No. 

Total Quai 

Ship-to Address 

OrderType 

0-1727276 

2 

225 E 5TH ST 

RESTROOMS 

0-1874215 

1 

SW, EAST 5TH ST & SAN PEDRO A V 

SINKS 

0-1S74224 

1 

N W 5TH & STANFORD AVE 

SINKS 

0-1874252 

1 

S5TH -l- OLIVE St 

SINKS 

0-1888172 

1 

S CENTRAL & 5TH 

SINKS 

0-1SSS366 

1 

MAPLE & 5TH 

SINKS 

0-1888386 

1 

CROCKER &5TH 

SINKS 

0-1SSS411 

1 

TOWNE & 5TH 

SINKS 

0-1888464 

1 

WALL & 5TH 

SINKS 

0-1890569 

1 

S CENTRAL & 5TH 

RESTROOMS 

0-1890581 

1 

MAPLE & 5TH 

RESTROOMS 

0-189O591 

1 

CROCKER &5TH 

RESTROOMS 

0-1S9O593 

1 

STANFORD & 57H 

RESTROOMS 

0-1893825 

1 

5TH & STANFORD 

RESTROOMS 

0-1903660 

4 

TOWNE &.5TH 

RESTROOMS 


Shelley Cheney 

Sector Account Manager, Municipal/Government 
United Site Services, Inc. 
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626 - 818-6825 

Shelley.cheney@unitedsiteservices.com 

800-TOILETS 

"Have you checked out our newest whiteboard video? - check it out!" 
OR 

"Who is United Site Services? - watch here!" 


The information contained in this email and any document attached hereto is intended only for the named recipient(s). If you are not the intended 
recipient, nor the employee or agent responsible for delivering this message in confidence to the intended recipient(s), you are hereby notified that 
you have received this transmittal in error, and any review, dissemination, distribution or copying of this transmittal or its attachments is strictly 
prohibited. If you have received this transmittal and/or attachments in error, please notify me immediately by reply e-mail and then delete this 
message, including any attachments. 

From: Rene Negrete <rene.negrete@lacity.org> 

Sent: Monday May 4, 2020 10:19 AM 

To: Shelley Cheney <Michelle.Cheney@unitedsiteservices.com> 

Cc: Ruben Leon <ruben.leon@lacity.org>; Jonelle Gardea <jonelle.gardea@lacity.org>; Rodell Zorilla 
<rodell.zorilla@lacity.org> 

Subject: Unusable and unsanitary port O potty reported today @ 209 5th St. Los Angeles Ca. 90013 


EXTERNAL EMAIL 

This message came from an external source. 

Please exercise caution when opening any attachments or clicking on links. 


[Quoted text hidden] 


Rene Negrete <rene.negrete@lacity.org> Mon, May 4, 2020 at 10:43 AM 

To: Shelley Cheney <Michelle.Cheney@unitedsiteservices.com> 

Cc: Ruben Leon <ruben.leon@lacity.org>, Jonelle Gardea <jonelle.gardea@lacity.org>, Rodell Zorilla 
<rodell.zorilla@lacity.org> 

Hi Shelley, 

I got clarification on the exact location. The unit is on 5th St. and Frank Ct. 

Thank you 

[Quoted text hidden] 
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Rene Negrete <rene.negrete@lacity.org> Mon, May 4, 2020 at 10:55 AM 

To: Shelley Cheney <Michelle.Cheney@unitedsiteservices.com> 

Cc: Ruben Leon <ruben.leon@lacity.org>, Jonelle Gardea <jonelle.gardea@lacity.org>, Rodell Zorilla 
<rodell.zorilla@lacity.org> 

Here is the exact location 

5th St. And Frank Ct. 

[Quoted text hidden] 
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